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KEEP THESE INSTRUCTIONS FOR FUTURE REFERENCE 



PORTABLE TURBO VACUUM 

When using yourSoleus Air Portable Turbo Vacuum, basic 
safety precautions should always be observed, including the 
following: 

I. Read ah* instructions before using ynur PT Vacuum. 
7 Use Ihr* syslem only l«r inlnrMlnil iwn 

1 ropinMM iif|miist;HK^ 
ollinr liquids 

4 Npvoi ynnh cord id rt^cmtecl from OHM; uismnri. *v asp ptog mid put in rtdwiMl. 
00 not allow coid 1o touch hnl turtaCM 

6 DO flOt run appltance ovii cord* 

7 Do not operate the system with a damaged cord ni ptug H or if the appMance or any other pari 
of the Av*"^^ has been dropped or damaged To avoid Ihr? risfc ol electrtc shock, do not 
disassemble nr attempl lo repair Iho PT Vacuum Return Ihe syslem to Solous International 
(see warranty) for exsminalion and repair Incoiiect re-assembly or repair can cause a risk 
ni «l«clrtcdf shock Of Injury to persons when the PT Vacuum Is used 

8 Close supervision is necessary or any appliance being used by or near children Do not leave 
the system unattended while connected 

9. Keep hair, loose clothing, fingers and all parts oltbe hndy away Iromopenmg and moving parts 
10 Do not use lopick up flammable or combustible liquids such as gasoline or use in areas wtiere 
Ihey may be present 

II. Do not pick up anything that is burning or smoking such as cigarettes, matches, or hot ashes 

12 Use extra care when cleaning on stairs 

13 Do not use the vacuum without the dust dtp filter in place 

14. Thts appliance is intended only for bousehotd use Follow alt user instructions in Irus manual. 
To reduce the risk of fire, electric shock, or injury: 

* Do not leave the PT Vacuum plugged in whan unattended. Unplug the electrical cord when 
not tn usn and before servicing 

* Do not allow lo be used as a toy Cms* attention is necessary when used by or near children, 
pnlsor plant* 

* Use only a* described tn Ibis manual Use nnly tUQl tffl c HM W't recommended ncc*>s*nnns 

* Do not pull cord, use cord as a handle, close a <loor on enrd or pull cord around sharp edges 
or corners Keep cord away from heated su» faces. 

* Use only extension co'ds UL. CSA. and E TL rated at 15 emperes Extension cards rated or 
less amperage may overheat Car should or* taken to arrange the cord so lhal the cord cannni 
be pulled or tripped over. 

* Turn off all controls as applicable be'ore unplugging from electrical outlet 

* Do not unplug by pulling on cord To unplug, grasp the plug, not the cord 

* Do not nanrile plug cr vacuum with wet hands or operate without shoes. 

' Do nt*t put any objects into openings. Do not use with any opening blocked Keep free of dust 
lint, hair and anything e'se that may rprinco air flow 

* Store your vacuum Indoors tn a cool, dry area 

* Keep your work area well lit 

* Do not immerse the vacuum into water or other liquids. 

* Keep end of hose, wands and other openings away from your lace and body 
■ Use only on dry surfaces, 

* Using improper vollage may rosull in damage to Ihe motnr and possibly injury lo the user. 
Correct voltage is listed on railnrj label 



SAVE THESE INSTRUCTIONS 

For Household Use Only 
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PT VACUUM PARTS AND ACCESSORIES 
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Technical Specifications 



OPERATING INSTRUCTIONS 



WA R N I N G : Atway* unplug from metrical millet hefnr* opening the duel cap and HE PA FHItt 
Cap 

NOTE: Oufllbnqnnddurt tiller musl be (t^rt wlmn r»pnraltn<j thn hand vacuum 

How To Us© Tho PT Vacuum 

t PuH up the dust cap. and plane (ho <luni bag and mist Mw into bin and cJos^ dual cap 
(See fig 

2 Attach deluxe hose onlo suction hole by inserting and lurntng clockwise (See fig 3) 

3 Attach accessories (cravic* luol, chrome letescopK lube, convnrtibw brush) to deluxe hose by 
tnaerling onto end. 

4 + Plug power cord into acceptable outlet 

5, Push the On/OH Powar Switch lo 'On" position. 

6. Begin vacuuming 

N OTE : ( 1 ) The Variable Suction Control on lbs deluxe hose will allow you to adjust Ibe amount 
of suction by *tidirtg H up or down (See fig J) 
121 The- Suction Controller on the unit ad|usts the suction strength tiy pushing the knob 

horizontally. (See fig. 5) 
(3) The convertible brush's bristles can be lengthened for multiple purposes by pushing 
the button on head of the convertible brush (See Fig. 6) 

Emptying Dust Bag and Cleaning Dust Filter 

1 Pull up the dust cap and remove dust bag and dust niter (See Fig, 1 & 2) 
2- Empty the dust bag or change to a new dual hag 

3 Rinse the dual tiller in lukewarm water then wait until il dries completely before inserting it back 
into the unit (suggested wash o*ir,o a month depending on usage). 

4 When du<! filter becnmfl* unusable rnplacn with new tiller 
5, Close (bo dust cap 

NOTE If you usathn cotton dual hag inalaaritftr the paper. Ihn bag nun bo rausnd repeatedly 

Changing the HEPA Filter 

The air output HEPA filter must be replaced once or twice a year depending on usage 

t . Disconnect from electrical outlet before removing the HEPA filter. 

2* Push the HEPA Filter Cover down and romovo tho cover from Ihn unit (Sea tig. 7) 

3, Tafeerjul ihe HEPA Miter and replace wilh a new filter 

4. Return HE PA Tiller cove* back to anginal positron 

CAUTION: I he suction hole musi be ope«. nee of any obstructions at alltimes Otherwise, 
the motor will overheal and could bo damaged 
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TROUBLE SHOOTING GUIDE 



PROBLEM | 


REASON 


SOLUTION 


PT VACUUM WILL NOT 
OPERATE 


1 Power corri not tiimly plugged 

inio nirllol 

2 No flower in wall outlet 

3 Needs Servicing 


1 Plug unit in firmly. 

7 .Check fuse or brenVer 

Replace fuse/reset breaker 
3 CaTM 868 SSoleus 


PT VACUUM WILL NOT 
PICK-UP OR SUCTION 
POWER IS WfAK 


1 Dustbag Is full. 

2 Unit clogged 

3 Oust filter needs cleaning or 
replacing 

4 Hoaefeiclcns*on clogged 

s Variable suclion control open 


1 Allow umt lo coot down, and 
men resian tmpiy I ■ . ■■- gag 
or chsmgn a r ew bag 

2 Turn unit oft and unplug Irom 
will on Net Remove dust 
IHter and check for objects In 
air durl and remove. 

3 Clean or replace Dual Filter 

4 .Turn unit off and unplug Irom 
wall oullei Check for 
objects In hose/extension 

5 Close variable suction control 


OUST IS ECAPING FROM PT 
VACUUM 


t Dust bag h full 
2Dusl bag or Mlar i* not 

installed coireclly 
1 Th«rn Ifi n punchim/Unta in 

lliniliml luifpni fHlw 


1 Empty dust bag 

2. Review dust bag and niter 
instructions. 

3. Rnp1nc0 DusMmq nr lillor 


PT VACUUM'S HOSE OR 
BURSMES WILL NOT PICK UP 


J Mo*i> clogged 
2Dustbagis lull 
3. Variable suction no«lrol is 
open. 


1 Remove hose aud/ur bushes. 
Remove obstruction from 
hose. 

2. Empty and clean dusl bag. 
3 Close variable suction control 



TECHNICAL SUPPORT AND ORDERING 
REPLACEMENT FILTERS 

CUSTOMER SERVICE AND TECHNICAL SUPPORT PLEASE 

CALL: 
1-888-8Soleus 
1-888-876-5387 
Monday thru Friday 9:00AM - 5:00PM Pacific Standard Time 

Please Note: 

ONLY lh C Dusl FIHai Is wnnhable. II should bp replaced when II is unable lo be washed 

The H£PA F tiler ts NOT washable and shnoftf he replaced once or twice a ynar depending on usage 



